COVID: LARGEST PEER-REVIEWED STUDY DESTROYS PCR TEST 


LARGEST PEER-REVIEWED STUDY DESTROYS 


oor PCR TEST 


NOT A REAL DOCTOR. 


> RT-PCR TEST FROM OLD 
SARS VIRUS WITHOUT 
SEEINGTHE REAL WUHAN 
VIRUS FROM CHINA. 

> HIS PAPER WAS NOT 


PEER REVIEWED BEFORE 
RELEASED; TEST STILL USED. 


“identified concerning errors and inherent fallacies 


which render the SARS-COV-2 PCR TEST USELESS.” 


> THE PCR TEST IS NOT 
BASED ON SCIENTIFIC 
FACTS WITH RESPECT TO 
INFECTIONS. 


> PCR TESTS USELESS 


FOR THE DETECTION OF 
ANY INFECTIONS 


> A POSITIVE PCR TEST 





> DR. KARY MULLIS, PCR 
TEST INVENTOR, STATED 
TESTIS NOT A DIAGNOSTIC 
TOOL; DOES NOT IDENTIFY 
ANY SPECIFIC VIRUS. 


> MANY SCIENTISTS CALL 
THIS A PCR-TEST PANDEMIC, 
NOT A CORONA PANDEMIC. 


Q: WHY ARE YOU 
LOSING PUBLIC TRUST? 
: “,.. the disease is not 
existing, it's not there... 

what we see is the 


> VERY HEALTHY, NON - 
INFECTIOUS PEOPLE MAY 
STILL TEST POSITIVE... 
ASYMPTOMATIC. 


> LIKELIHOOD OF FALSE- 


POSITIVES IS 89 - 97% 
OR NEAR CERTAINTY. 


typical finding... even 
though the incidents 
go up but, the 
fatalites dont 
go up.” 
Christian 
Drosten — 


a 


ax) 





https://cormandrostenreview.com/ 


DOES NOT MEAN AN 
INFECTION IS PRESENT 
OR THAT AN INTACT VIRUS 
HAS BEEN FOUND. 


> AMPLIFICATION OF 

SAMPLES OVER 35 CYCLES 
UNRELIABLE, BUT THE WHO oa 
RECOMMENDED 45 CYCLES. 


IMES AGAINST HUMANITY! 





C 


An extensive peer reviewed report re-examined The CORMAN-DROSTEN et al. Eurosurveillance, Nov. 2020, 
“HAVE IDENTIFIED CONCERNING ERRORS AND INHERENT FALLACIES 


WHICH RENDER THE SARS-CoV-2 PCR TEST USELESS.” 


https://cormandrostenreview.com/report 
https://archive.org/details/pcr-tests-with-ethylene-oxide-a-total-disregard-for-public-health 20210330 





EVER WONDER WHY... 

@ Dr. Kary Mullis, the PCR test inventor, stated the test was meant as a diagnostic tool, and does not 
identify any specific virus? 

@ Inaccurate PCR tests are still being heavily pushed and used, even though doctors & judges stated 
tests very unreliable? 

@ The CDC admitted that 96% of deaths from covid-19 were wrongly diagnosed, but no one has yet to 
adjust the numbers to reflect that? 

@ No government evidence of scientific studies for decisions was ever given to prove 'emergency', 
‘essential’, or vaccine safety, which has sparked lawsuits worldwide? 

@ No open discussions were held between politically appointed advisors and doctors with opposing 
views on the 'science’... ever? 

@ Government, mainstream news and social media propaganda, suppression & censorship has 
silenced all dissenting opinions and discussions? 
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GENERAL FACTS... 

@ Prof. DROSTEN (not a doctor) developed his PCR test from an old SARS virus without ever having 
seen the real Wuhan virus from China; never had his paper peer-reviewed before its' release, still 
USED worldwide 
MANY SCIENTISTS call this a PCR-TESTpandemic, not a corona pandemic; 'CASEDEMIC' 
Very HEALTHY and non-infectious people may test positive... ASYMPTOMATIC 
Likelihood of FALSE-POSITIVES is 89-97% or near certainty 
The PCR test is not based on scientific facts with respect to infections. 

PCR tests are USELESS for the detection of infections; based on lies. 
A positive PCR test does not mean an infection is present or that an intact virus has been found 
AMPLIFICATION of samples over 35 cycles is unreliable but WHO recommended 45 cycles 


MORE PCR TEST ARTICLES AND VIDEOS: partial list of links. Please research on your own. Please 
inform the uninformed, misinformed, and fearful. This type of information is heavily suppressed and 
censored by the governments, and in the mainstream media and by big tech. The evidence to prove the 
virus is a hoax is overwhelming, and everyone needs to know this... And much more! 


REVIEW REPORT CORMAN-DROSTEN ET AL. EUROSURVEILLANCE 2020, (REPORT) November 27, 
2020 

External peer review of the RTPCR test to detect SARS-CoV-2 reveals 10 major scientific flaws at the 
molecular and methodological level: consequences for false positive results. 


https://cormandrostenreview.com/report/ 


WHAT KARY MULLIS SAYS ABOUT PCR TESTING - SOME TAKE AWAY LESSONS FOR COVID19? 
(VIDEO) 


https://www.youtube.com/watch?v=iWOJKuSKw5c 


DROSTEN IM AMERIKANISCHEM CHAT SAGT:ES GIBT KEINEN VIRUS 

(DROSTEN ADMITS VIRUS ISN'T THERE 

““’.. the disease is not existing, it's not there!... what we see is the typical finding... even though the incidents 
go up but, the fatalites don't go up.” 

https://www. bitchute.com/video/GsMnh5dk2zdfH/ 


CORONAVIRUS SCANDAL BREAKING IN MERKEL’S GERMANY OVER DROSTEN PCR TEST (VIDEO) 
https://www.bitchute.com/video/wiKanTvMikNZ/ 


NEW YORK TIMES PIECE FINDS PCR TEST NOT FIT FOR PURPOSE — STUNNING ADMISSION 
[VIDEO] September 1, 2020 
https://www.europereloaded.com/nyt-piece-finds-pcr-test-not-fit-for-purpose-stunning-admission/ 





LANDMARK LEGAL RULING FINDS THAT COVID TESTS ARE NOT FIT FOR PURPOSE. SO WHAT DO 
THE MSM DO? THEY IGNORE IT November 27, 2020 
https://www.rt.com/op-ed/507937-covid-pcr-test-fail/?fbclid=lwAR1I-BwAgaNn2sh6ONIm9-gECwtZGzO- 





3iHWaEwgi0P7whZYEf7ehYE7uO0 





WHY ANTIBODY TESTS WON’T HELP YOU MUCH, NEW YORK TIMES, APRIL 21,2020 
https://www.nytimes.com/2020/08/21/health/coronavirus-antibody-tests.html 
COVID-19 TESTING SCANDAL DEEPENS By Joseph Mercola December 19, 2020 (ARTICLE) 


https://www.lewrockwell.com/2020/12/joseph-mercola/covid-19-testing-scandal-deepens/ 


2 of 6 


COVID: LARGEST PEER-REVIEWED STUDY DESTROYS PCR TEST 


DR. FUELLMICH - IS THE GERMAN DR. DROSTEN (INVENTOR OF COVID-19 PCR TEST) AN 
IMPOSTOR, FRAUD? (ENG) (VIDEO) October 27, 2020 
https://www. bitchute.com/video/hdr29jrGNgMz/ 


WHAT IF DR. DROSTEN WOULD TELL THE TRUTH? ? #PCR-TEST-SCANDAL #SCAMDEMIC (VIDEO) 
https://www. bitchute.com/video/HvKfzQI7RPAY/ 





CV19 TEST INVENTOR KARY BANKS MULLIS EXPLAINS WHY DR. FAUCI ISN'T TO BE TRUSTED & 
MORE (VIDEO) 

https://www.youtube.com/watch?v=MkqQlY7JOfQ 
https://www.irishpost.com/news/leading-medical-journal-reveals-concerns-over-british-governments-covid- 





cronyism-198901 





SENSITIVE TESTS MEAN THAT MANY WHO TEST POSITIVE FOR COVID BARELY CARRY ANY 
VIRUS, MAKING IT HARD TO GRASP TRUE REACH OF DISEASE, September 3, 2020 
https://www.rt.com/op-ed/4998 16-positive-covid-virus-contagious/ 





THE PCR DECEPTION, (ARTICLE, VIDEO) December 23, 2020 
https://theconsciousresistance.com/the-pcr-deception/?fbclid=lwARZRPCCo9RVWAhfeQk- 
XO0AeKNFKqdGahbW2GZVwzucsRg-3AnwLiyJZKfFs 


SEVERAL GOOD ARTICLES AND VIDEOS ON PCR TEST SCANDAL at this site. 
https://www.thelibertybeacon.com/?s=pcr 





WHO FINALLY ADMITS COVID19 PCR TEST HAS A ‘PROBLEM’ (ARTICLE) December 17, 2020 
https://principia-scientific.com/who-finally-admits-covid19-pcr-test-has-a-problem/? 
foclid=lwAROtBJBpwPA7kCzTsLl_z8Z55z3MH-opfqgOcwEvnQDExpBp9yGISkqOt3hg 








CDC HAS DISCLAIMER RESEARCH USE ONLY 2019-NOVEL CORONAVIRUS (2019-NCOV) REAL- 
TIME RT-PCR 
https://www.cdc.gov/coronavirus/2019-ncov/lab/rt-pcr-panel-primer-probes.html 


DR MIKE YEADON (FORMER PFIZER SCIENTIST): "GOVERNMENT ARE USING A COVID-19 TEST 
WITH UNDECLARED FALSE POSITIVE RATES.’ 


https://www.bitchute.com/video/8uRSV2Q7Wu4j/ 


COVID19 PCR TESTS ARE SCIENTIFICALLY MEANINGLESS THOUGH THE WHOLE WORLD RELIES 
ON RT-PCR TO “DIAGNOSE” SARS-COV-2 INFECTION, THE SCIENCE IS CLEAR: THEY ARE NOT FIT 
FOR PURPOSE (ARTICLE) Jun. 30, 2020 
https://fort-russ.com/2020/06/covid19-pcr-tests-are-scientifically-meaningless/ 





THE COVID-19 RT-PCR TEST: HOW TO MISLEAD ALL HUMANITY. USING A “TEST” TO LOCK DOWN 
SOCIETY December 22, 2020 (ARTICLE) 
https://www.globalresearch.ca/covid-19-rt-pcr-how-to-mislead-all-humanity-using-a-test-to-lock-down- 
society/5728483 





COVID PCR TEST RELIABILITY DOUBTFUL — PORTUGAL JUDGES, (ARTICLE) November 27, 2020 


https://www.theportugalnews.com/news/2020-11-27/covid-pcr-test-reliability-doubtful-portugal- 
judges/56962?fbclid=lwAR2yOU0ZvqK7GqN54HadNP83NQ00XwzJiDNFOnHqkKApuSmHcmBimv50jhvo 
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COVID PCR TEST RELIABILITY DOUBTFUL — PORTUGAL JUDGES - THE PORTUGAL NEWS 
https://www.bitchute.com/video/2XfxIrNXAjJC/ 


CRIMES AGAINST HUMANITY: FRAUDULENT PCR TESTS TAKEN TO COURT (VIDEO) 
https://www. bitchute.com/video/VIhHsK87I2VF/? 
foclid=lwAROxKuPF22LTLUsptpH58CE5ZSACyJKMbpXUOroBQrUafRxrjDRcY SZndr4 








CENSORED: WHY SARS COV 2 HASN'T BEEN ISOLATED, CHROMOSOME 8/PCR TESTS & SWINE 
FLU LIE ALL OVER AGAIN, August 28, 2020 (ARTICLE, VIDEO) 
https://www.thelastamericanvagabond.com/why-sars-cov-2-has-not-been-isolated-chromosome-8-pcr- 
testing-the-h1n1-illusion-all-over-again/ 





THE SCAM HAS BEEN CONFIRMED: PCR DOES NOT DETECT SARS-COV-2 (DOCUMENT) 
http://philosophers-stone.info/wp-content/uploads/2020/11/The-scam-has-been-confirmed-Dsalud- 
November-2020.pdf 


BOMBSHELL EVIDENCE THAT COVID IS CHROMOSOME 8 HUMAN DNA - FAULTY PCR TEST | 
AMANDHA VOLLMER (VIDEO) August 21, 2020 
https://www. bitchute.com/video/ZQ TavNa3KDpw/ 





MIND BLOWER! BEFORE HIS DEATH, PCR TEST INVENTOR BLEW THE "BIG SHAM" WIDE OPEN! 
(VIDEO), August 3, 2020 
https://www. bitchute.com/video/uPspObjr85E/ 





MEASURES DO NOT PREVENT DEATHS, TRANSMISSION IS NOT BY CONTACT, MASKS PROVIDE 

NO BENEFIT, VACCINES ARE INHERENTLY DANGEROUS: REVIEW UPDATE OF RECENT SCIENCE 

RELEVANT TO COVID-19 POLICY 

December 2020, DOI: 10.13140/RG.2.2.21706.18885 Science reviews relevant to COVID-19 

Author: D. G. Rancourt Ontario Civil Liberties Association 

https://www.researchgate.net/publication/347964673 Measures do_not_prevent_deaths transmission is_n 

ot_by contact_masks provide no benefit vaccines are inherently dangerous Review update of recent 
science _relevant_to COVID-19 policy 





LEADING MEDICAL JOURNAL REVEALS CONCERNS OVER BRITISH GOVERNMENT’S COVID 
CRONYISM, November 20, 2020 
https://www.irishpost.com/news/leading-medical-journal-reveals-concerns-over 





STOP COVID TESTING IMMEDIATELY: PCR AND QUICK TEST SWABS MAY BE CANCER-CAUSING, 
Global Research, March 29, 2021 
https://www.globalresearch.ca/warning-stop-covid-testing-immediately-pcr-quick-test-swabs-cancer- 





causing/5741137?fbclid=lwAR3QrNUL4n1wTkwS4z_sigebYbLrWO6VgN5PJLbjDWrN1kpVsADSd42orml 


PORTUGUESE COURT RULES PCR TESTS “UNRELIABLE” & QUARANTINES “UNLAWFUL” 
IMPORTANT LEGAL DECISION FACES TOTAL MEDIA BLACKOUT IN WESTERN WORLD, off- 
guardian.org, November 11, 2020 


https://off-quardian.org/2020/11/20/portuquese-court-rules-pcr-tests-unreliable-quarantines- 
unlawful/ 
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THE COVID-19 PCR TEST IS KEY TO THE PANDEMIC FRAUD, principia-scientific.com, 
September 8, 2020, John O'Sullivan 
https://principia-scientific.com/the-covid-19-pcr-test-is-key-to-the-pandemic-fraud/ 





THE TROUBLE WITH PCR TESTS, SWISS POLICY RESEARCH 
https://swprs.org/the-trouble-with-pcr-tests/ 


EXCLUSIVE: COST OF COVID-19 TESTS TO TAXPAYERS REVEALED, 680news.com, Richard 
Southern, Sep 30, 2020 
https://www.680news.com/2020/09/30/680-news-ontario-pharmacies-testing-reimburse-covid- 
money/ 


Cease & Desist Order to Prof. Dr. Christian Drosten, 

Creator of SARS-CoV-2 PCR test 

Posted on January 4, 2021by Dave Ratcliffe 
https://journal.ratical.earth/2021/01/04/cease-desist-order-to-prof-dr-christian-drosten- 





creator-of-sars-cov-2-pcr-test/ 


PCR Testing Saga: Were We Duped? 

Were federal health officials and experts at WHO really unaware that the recommended high cycle 
count (CT) for PCR tests would produce an exorbitant number of false positives for COVID? 

By 

Dr. Joseph Mercola 

https://childrenshealthdefense.org/defender/pcr-testing-incorrect-use/ 


The Christian Drosten file (kept secret) 
FOS-SAJanuary 26, 2021 
https://fos-sa.org/2021/01/26/the-christian-drosten-file-kept-secret/ 


WHO Issues New Guidance for Determining PCR Test Results 
by Marco Caceres 
Published February 21, 2021 


https://thevaccinereaction.org/2021/02/who-issues-new-guidance-on-use-of-pcr-tests/ 


EVIDENCE OF GENOCIDE: Coronavirus PCR Testing 


January 23, 2021 
https://www.thelibertybeacon.com/evidence-of-genocide-coronavirus-pcr-testing/ 


A BRIEF HISTORY OF THE PCR FIASCO OF THE PANDEMIC THAT CAN’T SEEM TO END, 
THE THINKING CONSERVATIVE, March 29, 2021 
https://www.thethinkingconservative.com/a-brief-history-of-the-pcr-fiasco-of-the-pandemic- 





that-cant-seem-to-end/ 


THE PCR TESTS: FRAUDULENT TESTING TO INCITE FEAR?,sgtreport.com,January 7, 2021 
https://www.sqtreport.com/2021/01/the-pcr-tests-fraudulent-testing-to-incite-fear/ 
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CORONAVIRUS DISEASE 2019 (COVID-19) — PCR, publichealthontario.ca 
This page provides testing guidelines for COVID-19. The causative agent for COVID-19 disease is 
SARS-CoV-2 virus. 


https://www.publichealthontario.ca/en/laboratory-services/test-information-index/covid-19 


PCR TEST FOR TRAVEL AND FIT TO FLY CERTIFICATE IN CANADA, capturetheatlas.com 
https://capturetheatlas.com/where-to-get-pcr-test-for-travel-canada/ 


*BOMBSHELL* ONTARIO RUNS PCR TESTS AT FRAUDULENT AMPLIFICATION LEVELS, 
divergemedia.ca, November 11, 2020 
https://divergemedia.ca/2020/11/03/bombshell-ontario-runs-pcr-tests-at-fraudulent-amplification-levels/ 


GOVERNMENT OF ONTARIO CONFIRMS WESTPHALIAN TIMES REPORTING ON CYCLE THRESHOLDS 
A new report by the Government of Ontario confirmed the findings of an investigative report by 
Westphalian Times about PCR testing and the occurrence of false positives due to high Ct values. 
https://westphaliantimes.com/government-of-ontario-confirms-westphalian-times-reporting-on- 
cycle-thresholds/ 


CHALLENGING DIAGNOSTIC AND PCR PROTOCOLS FOR COVID-19 IN ONTARIO, CANADA 
Published by Paul on January 2, 2021 


http://covidmakebelieve.com/index.php/2021/01/02/challenging-diagnostic-and-pcr-protocols-for- 
covid-19-in-ontario-canada/ 


ON PCR CYCLE THRESHOLDS IN CANADA (EAL EXCLUSIVE) Steve | January 31, 2021 
https://endalbertalockdown.com/news/on-pcr-cycle-thresholds-in-canada-eal-exclusive/ 


WHAT'S GOING ON WITH RAPID COVID TESTING IN CANADA? From Nunavut to Nova 
Scotia, health officials are taking a targeted approach to rapid testing. Monika Warzecha December 
29, 2020 _https://www.healthing.ca/diseases-and-conditions/coronavirus/rapid-testing-for-covid-canada 





THE SAGA OF FALSE-POSITIVE COVID-19 TESTS, 25 September 2020 Claus Rinner 
https://gis.blog.ryerson.ca/2020/09/25/the-saga-of-false-positive-covid-19-tests/ 


NEW LANCET ARTICLE SUGGESTS 50-75% OF “POSITIVE” PCR TESTS ARE NOT 
INFECTIOUS PEOPLE, sgtreport.com, March 4, 2021 
https://www.sgtreport.com/2021/03/new-lancet-article-suggests-50-75-of-positive-pcr-tests-are-not- 





infectious-people/ 


THE INSANITY OF THE PCR TESTING SAGA, Joseph Mercola Mercola.com March 24, 2021 
httos://www.lewrockwell.com/2021/03/joseph-mercola/the-insanity-of-the-pcr-testing-saga/ 


TEN FATAL ERRORS: SCIENTISTS ATTACK PAPER THAT ESTABLISHED GLOBAL PCR 
DRIVEN LOCKDOWN, Celia Farber December 3, 2020 


https://uncoverdc.com/2020/12/03/ten-fatal-errors-scientists-attack-paper-that-established-global- 
pcr-driven-lockdown/ 


PCR TESTING SCANDAL: YES, WE WERE DUPED. February 27, 2021 By NEWS WIRE 
https://21stcenturywire.com/2021/02/27/pcr-testing-scandal-yes-we-were-duped/ 
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